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First of all, no state votes 100% of 
their registered voters. Second, 
there are 110k more votes than 
registered voters. #Stop! heSteal 


WY Wisconsin is reporting 3,239,920 votes cast. They 
only have 3,129,000 registered voters. Here is the 
proof 


isconsin Presidential Race Results House Race Results 


EV 10 Pop. 5,822,000 


Joe Biden Donald Trump 


49.6% 48.9% 


1,630,334 1,609,586 


@ See the latest updates on the 2020 US Election. 
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